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Abstract — Digital Comparator is an important part of ALU 
for comparison operations. With the miniaturization of 
technology, it becomes essential for any device to be power 
efficient. In the research work, a 4-bit Digital Comparator is 
designed using 2-bit comparator modules[22] with CMOS and 
low power design techniques viz. AVL, GDI, GDIAVL [2],[7],[9] 
and the best performing circuit is presented. Then two 
application of a 4-bit digital comparator are presented to justify 
the performance of the low power yielding comparator designs. 
The implementation is done on DSCH 3.5 and simulation on 
Microwind 3.5 tool on 45nm and 90nm technology. Comparison 
between different designs is made in terms of the parameters 
such as power consumption, leakage current, surface area etc. [4] 


Index Terms —AVL, Digital Comparator, GDIAVL, Low 
Power, Microwind 3.5, VLSI 


I. Introduction 

A. Digital Comparator 

A digital/magnitude comparator is a logic circuit that is 
used to compare the magnitude of two binary numbers say A 
and B. The result of the comparison is specified by three 
binary variables that indicate whether A<B, A=B or A>B. 
The XNOR gate (coincidence gate) is a basic comparator 
because its output is a 1 only if its two input bits are equal 
[ 22 ]. 



Fig.l Block Diagram of a Digital Comparator 


B. 2-bit Digital Comparator 
Configuration 1: By Definition 

It compares two 2-bit binary numbers A (A1A0) and B 
(BIBO). The circuit diagram and truth table of a 2-bit 

Magnitude Comparator are as shown below: 

Agrakshi, M.Tech Student, ECE Department, PPIMT Hisar, Haryana, 
India 

Suman Rani, Assistant Professor, HOD, ECE Department, PPIMT Hisar, 
Haryana, India 


Outputs are defined as: __ 

Greater (A>B): A1B1+A0B0 (A1 OBI) 
Lesser (A<B): A1B1+ A0B0 (A1 OBI) 
Equal (A=B): (A1 OBI) (AO O BO) 



Fig.2 Circuit Diagram of a 2-bit Digital Comparator 
(Configuration 1) 

A 2-bit Digital Comparator can be alternatively designed 
with the following method. 

Configuration 2: Using 1-bit Digital Comparator Modules 
A 2- bit Digital Comparator can be designed with two 1 - bit 
comparators each one comparing corresponding bits of both 
the numbers . [22] 

If A (A1A0) and B (BIBO) are two numbers, then 
G (A>B) if A1 >B 1 or A1=B 1 and A0>B 1. 

Thus, G (A>B) =G1+E1.G0, 

L (A<B) =L1+E1.L0, and, E (A=B) =E1.E0 where 
G1 (A1>B1): AlBlbar, 

LI (A1<B1): AlbarBl, 

El (A1=B1): (A10B1) 


Similarly the expressions can be written for AO, BO. 

1BTTCOMP 



Fig.3 Circuit Diagram of a 2 bit-comparator using two 1-bit 
modules (Configuration 2) 


C. 4-bit Digital Comparator 

A 4-bit digital comparator compares two 4-bit numbers viz. 
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A i.e. (A3A2A1A0) and B i.e. (B3B2B1B0). The circuit has 
been designed with three 2-bit digital comparator. The circuit 
diagram of the same is as shown below: 


2KC0MP 2 bit COMP 



Fig.4 Circuit Diagram of a 4-bit Digital Comparator using 
2-bit digital comparator 

D. Low Power Techniques 

It is essential for any circuit design to consume least power 
because battery life for portable devices is limited. Some of 
the techniques taken in this paper are AVL, GDI, and a 
proposed technique called GDIAVL.CMOS technique is 
taken as the base case for comparison of results with the other 
techniques. 

1. Conventional CMOS Technique 

In this well-known technique, a circuit consists of two 
networks: NMOS pull-down network to connect the output to 
‘O’ (GND) and PMOS pull-up network to connect the output 
to ‘D (Vdd). 



Fig.5 Conventional CMOS Circuit 

2. GDI (Gate Diffusion Input) Technique 

GDI (or Gate Diffusion Input) is technique based on a 
simple concept of a cell as shown in Fig. 6. A GDI cell 
consists of 3 inputs: G (common gate input of PMOS and 
NMOS), P (input to the source/drain of PMOS), N (input to 
the source/drain of NMOS) [2] 



Fig.6 Basic GDI Cell 
Table 1. GDI Logic Functions 


S.No. | P | N | G |Z| Description 


1. 

‘O’ 

B 

A 

AB 

AND 

2. 

B 

‘1’ 

A 

A+B 

OR 

3. 

‘1’ 

‘O’ 

A 

Abar 

NOT 

4. 

‘1’ 

B 

A 

Abar+B 

Function 1 

5. 

B 

‘O’ 

A 

AbarB 

Function 2 

6. 

B 

c 

A 

AbarB+AC 

MUX 


3. AVL (Adaptive Voltage Level) Technique 

An adaptive voltage level technique as described in [7], 
[12], [13], [15] is a power gated technique that is fit in the pull 
down and pull up networks between power rails. It is 
comprised of AVLG and AVLS schemes. 

3.1 AVLG Technique 

In this power gated technique, two PMOS transistors and 
one NMOS transistor are connected in parallel. This circuit 
combination is fixed between pull down network and GND 
potential. A sleep signal with alternate states (0 or 1) or a 
clock is connected to the NMOS transistor. As the PMOS 
transistors are held in forward biased state, they are always 
ON. But NMOS transistor is switched between states hence is 
alternately ON and OFF. The circuit works normally in the 
active mode since NMOS is ON and is offering low 
resistance. When the NMOS transistor is OFF i.e. when the 
circuit is in standby mode, PMOS transistors degrade the 
ground potential, thus leakage current flowing through 
NMOS of AVLG circuit is reduced and hence the power 
consumption is also reduced. 


3.1 AVLS Technique 

In this power gated technique, two NMOS transistors and 
one PMOS transistor are connected in parallel. This circuit 
combination is fixed between pull up network and Vdd 
potential. A sleep signal with alternate states (0 or 1) or a 
clock is connected to the PMOS transistor. As the NMOS 
transistors are held in forward biased state, they are always 
ON. But PMOS transistor is switched between states hence is 
alternately ON and OFF. The circuit works normally in the 
active mode since PMOS is ON and is offering low resistance. 
When the PMOS transistor is OFF i.e. when the circuit is in 
standby mode, NMOS transistors degrade the supply node 
potential, thus leakage current flowing through PMOS of 
AVLS circuit is reduced and hence the power consumption is 
also reduced. 

The combination of AVLS and AVLG technique is called 
AVL technique. 



Fig.7 Schematic of NAND gate using AVL Technique 
4. GDI AVL Technique 

A combination of GDI +AVL i.e. applying the AVL circuit 
on a GDI circuit design rather than on CMOS circuit design 
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gives rise to a new technique called GDIAVL, is proposed 
that gives appreciable power reduction. 

II. 2-bit digital comparator 
A. Transistor Implementation 

I Dsth3i ■ C\Users\VOSTRO\Desttop\Comparaic<filescol3.7\45nm t^\2b(tcorrparaw45sctifileUCMPCMCiy5jch - " El 
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Fig.8 Schematic of 2-bit Comparator (Configuration 1) in 
45nm using CMOS Technique 
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Fig.9 Schematic of 2-bit comparator (Configuration 1) in 
45nm using GDI Technique 



Fig. 10 Schematic of 2-bit Comparator (Configuration 1) in 
45nm using AYL Technique 



Fig.l 1 Schematic of 2-bit comparator (Configuration 1) in 
45nm using GDIAVL Technique 

The schematics are designed for both configuration 1 and 2 
of the 2-bit magnitude comparator on both 45nm and 90nm 
technologies in DSCH 3.5 of Micro wind tool. 

B. Layout 

Layout for each design is generated when the VERILOG 
file generated for the respective design in DSCH 3.5 is 
compiled in Micro wind 3.5 tool. 

As an example, the layout for 2-bit comparator designed in 
Configuration 1 with CMOS technique in 45nm technology is 
shown below: 

Ml W Ml W* Cwt* Ml. M» 





Fig. 12 Layout of 2-bit Comparator (Configuration 1) in 
45nm using CMOS Technique 

III. 4-BIT DIGITAL COMPARATOR 

A. Transistor Implementation 

The schematics for all circuits are designed for both 
configurations 1 and 2 of 2-bit comparator modules used in 
the 4-bit magnitude comparator on both 45nm and 90nm 
technologies in DSCH 3.5 of Micro wind tool. 
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IV. Simulation results 
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Fig. 13 Schematic of 4-bit comparator (Configuration 2) in 
45nm using CMOS Technique 
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Fig. 14 Schematic of 4-bit comparator (Configuration 2) in 
45nm using AVL Technique 

B. Layout 

Layout for each design is generated when the VERILOG 
file generated for the respective design in DSCH 3.5 is 
compiled in Micro wind 3.5 tool. 

As an example, the layout for 4-bit comparator designed 
with 2-bit comparator modules in Configuration 2 with AVL 
technique in 45nm technology is shown below: 


Fig. 16 Post-Layout Simulation (Voltage vs. Time) of 2-bit 
comparator (Configuration 1) in 45nm using CMOS 
Technique 


B. 2-bit Comparator using AVL Technique 





Fig. 17 Post-Layout Simulation (Voltage vs. Time) of 2-bit 
comparator (Configuration 1) in 45nm using AVL Technique 



Fig. 15 Layout of 4-bit comparator (Configuration 2) in 45nm 
using AVL Technique 


Fig. 18 Post-Layout Simulation (Voltage vs. Time) of 2-bit 
comparator (Configuration 1) in 45nm using GDI Technique 
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D. 2-bit Comparator using GDIAVL Technique 



Fig. 19 Post-Layout Simulation (Voltage vs. Time) of 2-bit 
comparator (Configuration 1) in 45nm using GDIAVL 
Technique 

E. Conventional CMOS 4-bit Comparator 



Fig.20 Post-Layout Simulation (Voltage vs. Time) of 4-bit 
comparator (Configuration 2) in 45nm using CMOS 
Technique 

F. 4-bit Comparator using AVL Technique 

c .. 



Fig.21 Post-Layout Simulation (Voltage vs. Time) of 4-bit 
comparator (Configuration 2) in 45nm using AVL Technique 


G. 4-bit comparator using GDI Technique 



- 


m I **"" 

1 ^ 

i / 

MMH ' 

^ . \ - 1 1 1 

r ff 

**• j 

• 44. . . 

l^m 

TmtaM 

\m 

* l|L 

0 -1 

jU JfcJ 

■ j u u 1 1 ii i< ii d n u - 

(•«• 

■ 1.1 f : \ 1 i ' /ll 111 111 / i 1 / I ' 1 1 ' 1 i 1 T 

— 

4 ttLtt a n -i 



**0«JC"* 

UiTOX 

Xcw. 

• 0 0H7 

44 44 4$ 10 12 14 M II •• 42 Umtm) 




Fig.22 Post-Layout Simulation (Voltage vs. Time) of 4-bit 
comparator (Configuration 2) in 45nm using GDI Technique 

H. 4-bit comparator using GDIAVL Technique 



Fig.23 Post-Layout Simulation (Voltage vs. Time) of 4-bit 
comparator (Configuration 2) in 45nm using proposed 
GDIAVL Technique 

The following tables draw comparison between the low 
power techniques used to design 4-bit comparator in 45nm 
and 90nm technologies on the basis of the listed parameters. 


Table2. Comparison for 4-bit Digital Comparator 
-Configuration 1& 2 (45nm) 


Tech. 

Power 

(mW) 

Leakage 

I(mA) 

Idmax 

(mA) 

Area 

(pm 2 ) 

Delay 

(ps) 

Xnsistor 

Configuration 1 - By definition of 2 bit comparator 

CMOS 

0.311 

0.103 

1.70 

769 

23 

174 

AVL 

0.248 

0.047 

3.17 

1021 

26 

189 

GDI 

0.164 

0.074 

0.96 

187 

13 

78 

GDIAVL 

0.13 

0.204 

0.84 

449 

8 

96 

Configuration 2 - 2 bit comparator using 1 bit comparator 
modules 

CMOS 

0.311 

0.146 

2.53 

724 

14 

174 

AVL 

0.306 

0.021 

1.59 

969 

8 

228 

GDI 

0.12 

0 

0.44 

366 

6.5 

96 

GDIAVL 

0.117 

0 

0.37 

467 

6.5 

150 
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Table3. Comparison for 4-bit Digital Comparator 
-Configuration 1& 2 (90nm) 


Tech. 

Power 

(mW) 

Leakage 

I(mA) 

Idmax 

(mA) 

Area 

(pm 2 ) 

Delay 

(ps) 

No. of 
Xnsistor 

Configuration 1 - By definition of 2 bit comparator 

CMOS 

0.954 

0 

6.97 

4570 

5.5 

172 

AVL 

0.273 

0.027 

3.01 

5240 

18.5 

189 

GDI 

0.323 

0 

2.58 

1146 

4.5 

78 

GDIAVL 

0.242 

0.073 

1.22 

2614 

4.5 

96 

Configuration 2 - 2 bit comparator using 1 bit comparator 
modules 

CMOS 

1.132 

0 

4.31 

3676 

8 

174 

AVL 

0.777 

0.363 

2.62 

5485 

5 

228 

GDI 

0.185 

0 

1.06 

1711 

4.5 

150 

GDIAVL 

0.168 

0.346 

0.86 

2248 

4.5 

96 


V. APPLICATIONS OF 4-BIT COMPARATOR 


A. Application in a GCD (Greatest Common Divisor) 
Calculator 


Table4. Comparison for GCD Calculator using 4-bit Digital 
Comparator Configuration 1& 2 (45nm) 


S. 

Tech. 

Power 

Leakage Current 

Idmax 

No. 


(mW) 

(mA) 

(mA) 

Configuration 1 - By definition of 2 bit comparator 

1 . 

CMOS 

1.079 

0.074 

6.609 

2. 

AVL 

0.261 

0 

0.961 

3. 

GDIAVL 

0.73 

0 

2.829 

Configuration 2-2 bit comparator using 1 bit comparator modules 

1 . 

CMOS 

1.108 

0.096 

3.137 

2. 

AVL 

0.312 

0.01 

0.847 

3. 

GDIAVL 

0.707 

0 

5.496 


It is seen that the for 45nm technology implementation, 
AVL technique shows considerable reduction in power 
consumed and leakage current for both configuration 1 and 2 
of the 2-bit comparator used for the 4-bit comparator 
incorporated in a GCD Calculator. 


A GCD (Greatest Common Divisor) of two numbers is 
calculated using Euclidean Algorithm as described in [8]. The 
schematic of the GCD calculator consists of the following 
main components: 

1) 4-bit 2x1 MUX 

2) 4-bit Full Subtractor 

3) 4-bit Register 

4) 4-bit Digital Comparator (for operation: A<B) 

5) Inverter 

6) 2 input and 4 input AND gates 

All the components have been designed using basic gates 
except comparator. As found in the simulation results of the 
4-bit digital comparator, AVL, GDIAVL techniques show 
considerable improvement in power consumption with 
reduced leakage current in Configuration 1 and 2, hence the 


B. Application in a Photocopy Machine Control Circuit 

A 4-bit digital comparator is used in a circuit of a 
Photocopy Machine Control. The schematic of the circuit 
consists of the following main components: 

1) Decimal to BCD Priority Encoder 

2) BCD Counter 

3) 4-bit Digital Comparator (for operation: A=B) 

4) 2 input AND gate, INVERTER 

5) 2, 3, 4 input OR gates 
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Table5. Comparison for Photocopy Machine Control Circuit 
using 4-bit Digital Comparator Configuration 1& 2 (45nm) 


s. 

Tech. 

Power 

Leakage Current 

Idmax 

No. 


(mW) 

(mA) 

(mA) 

Configuration 1 - By definition of 2 bit comparator 

1 . 

CMOS 

0.803 

0 

2.439 

2. 

AVL 

0.693 

0.047 

3.387 

3. 

GDIAVL 

0.556 

0 

3.178 

Configuration 2-2 bit comparator using 1 bit comparator modules 

1 . 

CMOS 

0.726 

0 

3.437 

2. 

AVL 

0.512 

0 

3.166 

3. 

GDIAVL 

0.69 

0.124 

3.119 


It is seen that the for 45nm technology implementation, 
GDIAVL technique shows considerable reduction in power 
consumed and leakage current for configuration 1 while AVL 
technique shows considerable reduction in power consumed 
and leakage current for configuration 2 of the 4-bit 
comparator used in Photocopy Machine Control Circuit. 

VI. Conclusion 

As far as the reduction is power consumption is concerned, 
a tradeoff between AVL and the proposed technique called 
GDIAVL can be considered for designing a higher order bit 
Digital Comparators in 45nm and 90nm technologies. 
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